RADIOGENIC CANCER AT SPECIFIC SITES
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FIGURE 5-9 The relative risk due to low-LET radiation of female breast mortality as a
function of time after exposure for exposure at various ages. Risk is not projected for an
attained age greater than 75 years.
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FIGURE 5-10 Excess breast cancer deaths as a function of time after exposure to low-LET
radiation for U.S. females of various ages. No data are presented for an attained age
greater than 75 years.